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UNCLASSIFIED 
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ACTION NEA- 10 

INFO OCT-01 ISO-OO EB-08 /019W 

080872 210631Z/23 

R 201229Z JAN 78 
FM AMEMBASSY NEW DELHI 
TO SECSTATE WASHDC 8868 
USDOC 

AMCONSUL BOMBAY 
AMCONSUL CALCUTTA 
AMCONSUL MADRAS 

UNCLAS NEW DELHI 1090 

E.O. 11652: N/A 
TAGS: BINV, IN 

SUBJECT: UP-DATE ON WESTINGHOUSE GAS TURBINE BIDS 

1 . MR. ROBERT J. LAWRENCE, REGIONAL DIRECTOR OF GENERAL 

SYSTEMS DIVISION, WESTIGHOUSE MARKETING WHO IS VISITING DELHI FROM U. 

S. 

INFORMS US THAT ACCORDING TO HIS SOUCES THE POWER PROJECT IN MAHARASH 
TRAIS 

NOT LIKELY TO TAKE PLACE; KARNATAKA WILL PROBABLY GO AHEAD, 

BUT NOT UNTIL AFTER THE STATE ELECTIONS; AND ASSAM HAS BEEN 
MUDDIED BY A BID FROM WESTIGHOUSE'S LICENSEE IN ITALY. 

WESTIGHOUSE (US) IS RESOLVING THE SITUATION WITH ITS 

LICENSEE. WESTIGHOUSE ONCE AGAIN IS EXTENDING ITS BID QUOTATIONS ON 

THESE PROJECTS. 


2. A NEW POWER PROJECT MENTIONED BY LAWRENCE IS FOR SUPPLY OF ELECTRI 
CTY FOR 

NEW DELHI, WHICH WILL REQUIRE INSTALLATION OF GAS TURBINES AT 
TWO SITES. A FEASIBILITY STUDY IS TO BE COMPLETED 
IN 4-6 WEEKS AT WHICH TIME TENDERS WILL BE LET. 


3. WESTINGHOUSE CONTINUES TO BE REASONABLY CONFIDENT 
UNCLASSIFIED 


UNCLASSIFIED 
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OF WINNING ASSAM CONTRACT AND HOPEFUL ON KARNATAKA. 
WESTINGHOUSE ALSO PLANS TO BID ON THE DELHI PROJECT. 
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